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have turned out to be false, and what we now take as correct or extremely probable may not survive criticism and further experiment. The chapter on Case-hardening is omitted because it has been made the subject of a separate book.
It is hoped that the added pages may be useful to the maker as well as the user of tool steel, as the author is indebted to both for helpful suggestions and criticisms; especially to his friend and colleague, Fred Atkinson, who has also kindly read the proofs.
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April 1916.aterial from which it is made.    The
